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Concrete wall of 8 in. is at least as good as brick wall 13 in., as the blocks are at least as strong as any brick of middle quality, and, laid in cement mortar, concrete blocks make almost a monolithic wall.
By comparing a concrete block wall with a wall made out of bricks, it must be supposed that pressed face-bricks were applied, 7 pieces to the square foot, and backed with common red brick. The 13-in. wall contains per sq. ft. 21 bricks. The cost of the ready brick wall is composed as follows:
7 pressed face bricks, at $30.00 per 1,000, ready in wall......= 21 cents.
14 common red brick at $10.00 per 1,000, ready in wall.........= 14     "
Total   ..............................................       35 cents.